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SECSTATE FOR A/SY/OPS/T FROM TSO 

HONG KONG FOR OIC/RTC 

E. O. 11652: NA 
TAGS: ASEC 

SUBJECT: SUPPLIES AND EQUIPMENT 

1 . ALARM EQUIPMENT: OMNI SPECTRUM ALARMS INSTALLED IN 
REST OF CHANCERY HAVE MALFUNCTIONED DUE TO PHYSICAL 
DAMAGE AND SALT WATER CORROSION. REQUEST THE FOLLOWING 
ALARM REPLACEMENTS: 

A. 3 EA. OMNI TRANSMITTERS; 

B. 3 EA. OMNI RECEIVERS; 

C. 1 EA. PS 40 POWER PACK. 

2. CCTV EQUIPMENT: REQUEST REPLACEMENT EQUIPMENT AS 
FOLLOWS: 1 EA. WH10 ALL-WEATHER HOUSING. 
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